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ACTION SY-05 

INFO OCT-01 ISO-OO /006 W 

240815 023880/13 

R 240800Z FEB 77 
FM AMEMBASSY ATHENS 
TO SECSTATE WASHDC 9246 
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Message Text 


LIMITED OFFICIAL USE ATHENS 1718 

DEPT FOR A/SY/T; BELGRADE/TEL AVIV FOR RSO 

E.O. 11652: N/A 
TAGS: ASEC 

SUB J : PDI801 ALARM MONITORS 

ATHENS TSO HAS IMMEDIATE NEED FOR TWO PDI801 ALARM 

MONITORS TO REPLACE DEFECTIVE UNITS IN BELGRADE AND 

TEL AVIV. IF POSSIBLE, PLEASE SHIP ONE PDI801 UNIT 

DIRECTLY TO AMEMBASSY BELGRADE AND ONE UNIT TO TSO ATHENS. 

KUBISCH 
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